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UNCLASSIFIED 


Form Imported: EMAIL 

Document Title: (U) Emergency Destruction of Records 

Synopsis: (U) Response from the National Archives and Records Administration 

regarding the FBI's request to destroy records damaged as a result of 
the flooding of FBI New York's Moonachie, New Jersey facility. 

File Classification: UNCLASSIFIED 

Uploaded File: (U) Re Emergency destruction of records - 
revisions as requestedNARAresponse . txt 


Filing and Security 

Primary Case: 62F-HQ-A2561116 Case Title: (U) Moonachie New Jersey 

Flood 

Serial Number: 3 

Serialized: 11/19/2012 
Initiated: 11/05/2012 


Details 

Raw File Text: No Text Available - Document has not been extracted . 


Routing 

Drafted by: OCLAIR DEBRA ANNE list 

Approved by: OCLAIR DEBRA ANNE G& 
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